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Message Text 

UNCLASSIFIED 

PAGE 01 MEXICO 07897 122134Z 
ACTION EB-08 

INFO OCT-01 ARA-14 ISO-OO CCO-OO CIAE-00 OTPE-OO 
FCC-02 INR-10 NSAE-00 OC-06 ICA-20 COME-OO BIB-01 
( ISO ) W 

099480 132153Z/43 

R 122106Z MAY 78 
FM AMEMBASSY MEXICO 
TO SECSTATE WASHDC 0193 

UNCLAS MEXICO 07897 


EO 11652: NA 

TAGS: ETEL, FCC, MX, US 

SUBJECT: POTENTIAL INTERFERENCE BY MEXICAN PAGING SYSTEM 
TO STATION KU0642, LAREDO, TEXAS, ON 152-210 MHZ 

REF: STATE 99187 

1 . COPY OF REFERENCE CABLE WAS GIVEN TO ING. LUIS VALENCIA 
OF DGT FREQUENCIES DEPARTMENT ON APRIL 20, 1978. HE 
PROMISED TO REVIEW PROBLEM AND PROVIDE TCO WITH RESPONSE. 

2. VALENCIA CALLED MAY 12 AND INFORMED TCO ALL FREQUENCIES 
SUGGESTED BY FCC PRESENT PROBLEMS FOR THE DGT AS NONE OF 
THEM FALL WITHIN THE RANGE OF FREQUENCIES DESIGNATED BY 
THE DGT FOR PAGING SYSTEMS. HE ADDED THAT TESTS OF ORTIZ'S 
PAGING OPERATIONS HAVE NOT CAUSED ANY INTERFERENCE WITH 
STATION KU0642 AND DGT WILL AUTHORIZE ORTIZ TO COMMENCE 
REGULAR OPERATIONS. 

3. COPY OF PART 21 OF FCC'S RULES AND REGULATIONS PERTAIN- 
ING TO DOMESTIC PUBLIC RADIO SERVICES RECEIVED AND FOR- 
WARDED TO VALENCIA PER REFTEL. THOMPSON 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: RADIO FREQUENCY INTERFERENCE 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 may 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978MEXICO07897 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780204-0297 
Format: TEL 
From: MEXICO 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780565/aaaaccrs.tel 

Line Count: 47 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 39d716a0-c288-dd11-92da-001cc4696bcc 
Office: ACTION EB 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 STATE 99187 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 1 6 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2708228 
Secure: OPEN 
Status: NATIVE 

Subject: POTENTIAL INTERFERENCE BY MEXICAN PAGING SYSTEM TO STATION KU0642, LAREDO, TEXAS, ON 152-210 MHZ 
TAGS: ETEL, MX, US, FCC 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/39d716a0-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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